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"COMBINED PROJECT OF HOSPITAL REPAIR AND 
EQUIPMENT 'SMALL PROJECT FUND PHASE-II' 
AND BUILDING COMMUNITY CAPABILITY IN 

HEALTH & DEVELOPMENT IN THE RURAL 
CONTEXT"" (PROJECT NO.90082) 


INVOCATION 


"Lord, make me an instrument of thy peace, 
Where there is hatred, let me sow love; 
Where there is injury, pardon; 

Where there is doubt, faith; 

Where there is despair, hope; 

Where there is darkness, light; 

Where there is sadness, joy. 


QO Divine Master, grant that 

I may not so much seek 

To be consoled, as to console; 

Not so much to be understood as to understand; 
Not so much to be loved as to love; 

For it is in giving that we receive; 

It is in pardoning that we are pardoned; 

It is in dying that we awaken to eternal Lites 


FRANCIS OF ASSISI 


Supported by: 


EVANGELISCHE ZENTRALSTELLE 
FUR ENTWICKLUNGSHILFE E.V. (EZE) 
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PART - II ee PLAN OF OPERATIONS 


"Combined project of hospital repairs and 
equipment (Small Project Fund - Phase-II) 
and Building Community Capability in 
Health and Development in the rural 
Context*®, 


PROJECT IMPLEMENTATION 


SECTION (i) .. Allocation to Diocesan Institutions 
towards essential equipment and 
repairs and renovation of buildings. 


SECTION (II) .. Revised cost plan towards'building 
community capability in health 
and development in the rural 
context! (1990 - 1993). 
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= 


“fa 
“an : 
( Lat bes 


CSI COUNCIL FOR HEALING MINISTRY 
LIST OF HOSPITALS REVIVED 


DIOCESE NAME OF THE INSTITUTION 
1. TRICHY-TANJORE 1. CSI Hospital, Dharapuram 
2. CSI Health Centre, Karur 
2. COIMBATORE 3. CSI Rural Health Centre 
Chennimalai 
3. TIRUNELVELI 4. St. Barnabas Hospital, 
Nagalapuram 
5. St. Raphael's Hospital, 
Sawyerpuram 
4. KANYAKUMARI 6. CSI Hospital, Nagercoil 
5. SOUTH KERALA 7. Dr. Somervell Memorial Hospital 
Karakonam 
8. CSI Hospital, Kalayapuram 
9. CSI Hospital, Nellikakuzhi 
6. NORTH KARNATAKA 40. Community Health Centre, 
Motebennur 
7. CENTRAL KARNATAKA 11. CSI Hospital, Channapatna 
8. NANDYAL 12. St. Raphael's Hospital, 
Giddalur 
9. KRISHNA-GODAVARI 13%. CSI Anantham Hospital, 
| Vijayawada 
10. DORNAKAL 14. Bishop Whitehead Hospital, 
Dornakal 
11. MEDAK 15. CSI Hospital, Luxettipet 
16. CSI Hospital, Ramayampet 
12. RAYALASEEMA 17. CSI Christian Medical 


Centre, Punganur 


NEW RURAL HOSPITALS/HEALTH CENTRES 
OPENED WITHIN THE REFERENCE 


Be a ep at en ae al en en Shar ee an an en ae =e ae a SS 


Name of Diocese 


KARIMNAGAR 
MADHYA KERALA 


RAYALASEEMA 
SOUTH KERALA 


TRICHY-TANJORE 
KRISHNA-GODAVARI 
TIRUNELVELI 


PERIOD* 


Name of Institution. 


Col Health Centre, Gandhinagar 


St. Barnabas Hospital, 
Vechoochira 
: CSI Health Centre, Pazhumalai 
- CSI Hospital, Simhadripuram 
° CSI Health Centre, Perayam 
, CSI Health Centre, Vellarada 
‘ CSI Hospital, Quilon 
° CSI Health Centre, Somarasampettai 
: CSI Health Centre,Vidyadharapuram 
A CSI Health Centre, Surandai 
“i St. Luke's Health Centre, 
Maruthakulam 
‘ St. Luke's Health Centre, 
Mangadu ; 


* EZE SMALL PROJECT FUND NO.86134 
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PERSPECTIVE. ON OPERATIONAL POLICY 


| The Council reaffirms that the Ministry of 
Healing is as vital to the life and witness of the church 
together with Preaching and Teaching. It forms an 
important aspect of church's life. These three-fold 
functions under the Divine Commission are complementary. 
The Bible proclaims that God is the source of all life. 
Health is both God's will and gift to the creation. The 
aim of the Ministry is to help bringing atsut healing, 
health and wholeness in individuals, families, communities, 
and nations. The whole creation is eagerly awaiting for 
its fulfilment through the act of its Creator, Sustainer 
and Redeemer, who will bring in reconciliation between the 


fallen humanity, nature and Himself. 


In carrying out this mission we recognise the 
multi-dimensional health needs of men and women - physical, 
mental, social, spiritual and inter-personal. Human 
sickness is not only individual or personal but also 
collective. The Bible speaks of the disease of the people 
in its collective, ethical and spiritual dimensions. Social, 
economic and political structures that exploit and alienate 
people and the exploitation of natural resources for selfish 
and destructive purposes are all symptoms of this malaise. 
God is the Healer of this societal sickness. Jesus's healing 
meant - being healed, made whole, saved and forgiven, 
restoring the relationship in the community and being 
reconciled with God, man and nature. The church is called 
upon to participate with God in bringing about justice, 


peace and integrity of creation. 


The Council recognises health as a human-right 
and responsibility and therefore considers the global strategy, 
as propounded by World Health Organisation, of ‘Health for 
All by 2000 AD' and the practice of Primary health care és 
as a means of it, as the supreme challenge that faces the 


ministry today. 


Church's involvement in health programmes 
should also be addressed to other larger issues of social 
and economic disparity, denial of basic necessities for 
the larger portion of our population, and work towards a 
more equitable, just and wholesome society. 


The existing health care institutions of the 


church should be strengthened in terms of staff training 
and better equipment, to meet adequately the above 


objectives. They should be committed and more sensitive 
to the growing human needs, serving the poor and hapless— 
in our society, as expressions of Christ's love, compassion 
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tutions should enter into the 
res? ae that have hitherto been 


servic ‘ 
needy areas oe as to the newly emerging health probler 


neglected as me their rightful role in the 


Th should also assu t 
Se ir eation and management of health care services at 
f competence within the community. 


various levels 0o 

We recognise that the existing church-network 
of congregations and institutions is eminently suitable 
for engaging in primary health care. It should be our 
concerted endeavour initially to develop a nucleus of 
health workers, trained and motivated, to serve the 
community even in the remotest areas, enabling the commun 
in essential promotive and preventive health care actions 
with its primary approach of preventing mortality and 
morbidity particularly among the vulnerable groups. This 
has to be achieved through identifying and training local 
leadership and promoting local initiatives. We reaffirm 
the importance of the role of the local congregations 
in this Ministry in the spirit of sharing, caring and 
serving and being agents of healing as part of its 


total mission. 


As a religious agency, fully committed to 
the cause of health and wholeness, our aim will be to 
integrate our work with National health efforts and 
those of other voluntary agencies, giving special emphasi: 
on the neglected and left out areas. 


| Through His command to heal Jesus calls His 

church to be a healing community bringing justice, love, 
harmony, reconciliation and total well-being. In this 
the church in every place is engaged in the mission of 
God in bringing about His Kingdom. 


(Dr. GEORGE JOSEPH) 
EXECUTIVE DIRECTOR 


CST COUNCIL FOR HEALING MINISTRY 
Our Institutional Network 
‘Perspectives and Challenges' 


The role of non-governmental organizations (NGOs) in the field of 
health care services has evoked great interest in recent times: 
among planners and administrators and the political leadership in 
this country, the social and welfare agencies and even among big © 


business houses. Admittedly their perceptions very widely which 
is clearly reflected in their motives and objectives and “even in 
the:-.style of functioning of institutions run under such 


dispensations. it becomes crucially important at this stage that 
we try to identify two distinctly different groups of agencies 
and organizations that are often clubbed together under the tirtire 
of NGOs. These are the ones belonging to the voluntary and the 
private sectors. Here there is an imperative need to draw a clear 
distinction between the voluntary and the private sectors 
particularly in the context of their contribution to the health 
care services. The critical point of interest is that there are 
today scores of institutions which are run and controlled by 
these two sectors with the ‘clearly defined objective’ of making 
health care available to people who are in need of it. ! 


A reference has already been made in passing that the philosophy 
and motives of these sectors are almost at variance. As for 
voluntary sector, its. principal distinguishing characterist.° 
its ‘voluntariness' and the guiding motive force, its commitme: 
to serve people even without recompense, if situations 
warrant. On the other hand, the private sector, as a “riley 
health programmes mostly as 'Patient-care through instituticns 
strictly on a commercial basis. There is hardly any place for 
charity as the management's main concern is to ensure quick and 
adequate returns, proportionate to the quantum of their 
investment. There is a growing tendency to consider health ana 
health care more as 4 ‘commercial proposition’ with profit as the 
main motive. It is certainly disturbing that ‘health’ is being 
considered as 4 ‘purchasable commodity’ making it thereby 
unavailable to those who cannot afford to ‘buy’ it. The costlier, 
high-tech inputs and the high pressure sale propaganda that 
characterize these institutions have only helped to distance them 
from the poorer members of society. 


Interestingly, the private sector has ‘invaded’ several other 
health related fields of critical importance, namely, diagnostic 
and investigate services, critical life saving services, and more 
importantly ‘health training’. The tragedy is that barring a few 
exceptions, ‘quality’. is7at 8 great premium in almost all such 
eiterpEases - All the same the fact remains that such institutions 
are mushrooming all round and flourishing, | especially in: the 
smaller towns exploiting the poor . and the gullible, paying scant 
regard to the eb: bravinsoe ih vogue. 


Any reference «to pies fast- Pacis health care scenario in the 
country will not be complete without a closer look at the? glaring 
inadequacies ~ and imbalances in the extant state-run health 
‘-$ystem. It is sad reckoning that even today more than two-thirds 
°$6f the total health care inputs - including trained health 
manpower and material. are earmarked for the urban minority. -The 
much talked about rival health-care system has still not made. any 
positive impact on the life and health of’ Willions of the poorer 
rural communities. especially the socially disadvantaged and the 
remotely placed.ones. © 


It isiagainst. such a backdrop that oné has to consider the 
crucial role of the voluntary sector, especially that of the 
Church-run/Church-related health care network engaging itself to 
meaningfully supplement/compliment the national health system. 
Their inherent strength is, they are closer to, or even one with 
the people, knowing fully ‘their needs and aspirations and willing 
to share their woes and agonies. It may be reiterated that they 
are called to. make- a significant contribution in the context Be 

tie (ealing -. Ministry of the. Church} :<as, living witnesses to 
demonstrate Christian love and compassion in action. The need for 
seer ertce Ot the 'Ministry' becomes: more apparent in the wake 
2 the prevailing trend, where the health profession itself is 
eing increasingly commercialized and dehumanized. 


It may be recalled that a large majority of our institutions 
(hospitals and Churches) are placed in remote rural areas and as 
such they can play a strategic role in community organization and 
‘community capability building in health', under a regionalised 
pattern of health care services that is being planned for. The 
plan envisages making available to people essential health care 
at various levels of competence relevant and appropriate ina 
given setting. 


We avé. indeed grateful to EZE for assisting the Council in the 
whole effort of attempting to 'rediscover' the role of the 
congregation in the context of the Healing Ministry. The 
principal focus is on ‘enabling the ruling congregations to build 
their own capabilities in health, towards self-reliance as far as 
feasible. The training of ‘Comminity Health Guides' that has now 
been initiated, is visualized as a vital step in this direction. 
The health care resources available in the Diocese as well as in 
the local region, namely, our rural hospitals, nurses’ training 


schools, etc., are no more seen as exclusive entities but as 
‘community resources ' and which have a significant contribution 
to make in this whole excercise of building healthier 


communities. Likewise, when the programme goes into operation one 
should be able to visualize a sea change in the overall attitude 
and behaviour of the local congregation. In the past, their role, 
5f at all, was seen only as passive recipients of services, 
brought to them. Here they: are expected to perform a totally 
different role as planners, enablers and providers. 


What marks the major departure, is that the community resources 
will be mobilized and shared (both manpower and material) to make 
health care a reality in the lives of the poorer and the hapless 
among them. The modernization of facilities of our hospitals 
especially the rural health network: *; and the active 
participation and involvement of the local congregation in 
planning and implementation of the programme at various levels 
has helped to bring the benefits of modern medicine closer to the 
hitherto neglected rural communities. 


« Tt may be recalled that CSI has today 91 hospitals and a large 
number of rural clinics and health outposts engaged in th: 
Healing Ministry of the Church (about 20 of them have been 
defunct, but revived, thanks to EZE for the material assistance 
made available to the diocese from the small Project 


Fund through the canncil. 


At long last, a beginning has been made, to translate a distant 
hope and a dream into a reality. We place ..on record our deep 
sense of gratitude to EZE for the valuable ‘assistance offered to 
the Council to launch this programme, in the true Spireget: of 
partnership in mission. 


Dr. George Joseph 
(Executive Director) 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KRISHNA-GOPAVARI 
Name of Institution: ANANTHAM HOSPITAL, VIJAYAWADA 


4. REPAIRS & RENOVATION 

4.1 Hospital Building ay 
2. ESSENTIAL EQUIPMEN 

- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2 a eee Diagnostic Tools: 
B P. Apparatus ere 


2.1.4 Surgical: 
Instruments (assorted).. 


3. GENERAL: 
Refrigerator (165 1tre) .. 


Total ane 
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fF , ECT FUND (NO.90082 ) 
STATION 6 NSTITUTIONS 


-~ ALLOCATION TO DIOCESAN Ii 
KRISHNA-GODAVARI 


Name of Diocese: 
CSI HOSPITAL, A. KONDURU 


Name of Institution: 


7 REPAIRS & RENOVATION 
1.1 Hospital Building pie 
2 


° ESSENTIAL EQUIFMENT 
- PATIENT CARE 


oie TTPGNOSTIC SERVIC=e 
Botanical Laboratory: 


-- 1,217,800 


Centrifuge ‘= cn 2,000 
Zete? Diapnostic Tools: | 
B.P. Apparatus ae 2 1,000 
2.1.4 Surgical: 
Steriliser me 4 > 3,000 
Suction apparatus ae 4 4,000 
Drums & Bins ate 2 2,000 
2.1.5 OBS - GYN & PAEDIATRICS 
Speculums, Episeotomy set 
and delivery set 6 2,000 
Baby Incubator ren 1 24,000 
Caesarean Operation Instruments 1 18,000 
D& C set es 5,000 
Uterine aspirator <a 4 8,000 
a GENERAL: 
Oxygen Cylinder with connections 4 3 0G 
metrigerator (965 litres).. 4 8,000 


4. HOSPITAL FURNITURE: 


Delivery Cot 
| ; 7° Co ee 4 2.,000 
| Post operative bed < 1 Boge 
| Cots and mattresses bs 6 12,000 
; , 
: Cribs a 6 6,000 
| stretcher - trolly P 1 1,000 
| aie OFFICE EQUIPMENT 
Steel Almirah e* 2 5 O90 
, } 
Fans ei 2 1,200 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KRISHNA-GODPAVARI 
Name of Institution: CSI HOSPITAT,, VIDHADHARAPURAM 


1s REPAIRS & RENOVATION 
4.1 Hospital Building oe ‘oe 


2 ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.2 X-ray view box — 4 
2.1.3 Diagnostic Tools: 
B.P. Apparatus oe 4 
Head Mirror (ENT) ‘4 : 


2.1,% Surgical: 


Instruments (assorted) .. 
> GENERAL: 

Refrigerator (165 litres) 1 
“yy HOSPITAL FURNITURE: 


Examination table ia 1 
iy, stands a 4 
Cots and mattresses _ 2 
Screens — 

Dressing set ee 1 
Table & Chair (for clinic) 7 
Cup-Board (Medicines) v. 4 


Total 55 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: NANDYAL 
Name of Institution: ST. WERBURGH'S HOSPITAL, NANDYAL 


4. REPAIRS & RENOVATION ‘ 
1.1 Hospital Building ae aie 1,45 ,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.4 Surgical: 


Instruments (assorted) .. | == 70,000 


7. TRANSPORT: 
Matador Jeep es 1 Age 000 
Total on 3,40 ,000 


ea@eewewe@dadw @& = 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: NANDYAL 
Name of Institution: ST. RAPHAEL'S HOSPITAL, GIDDALUR 


1. REPAIRS AND RENOVATION 
1.1 Hospital Building ot -- 4,80 ,000 


Total “6 4,,80,000 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: DORNAKAL 
Name of Institution: BISHOP WHITEHEAD HOSPITAL, DORNAKAL 


4. REPAIRS & RENOVATION: 


ie § Well 
4.2 Water Supply Pump & Pipeline “= 81,400 
Storage tank 


2, ESSENTIAL EQUIPMENT 
- PATIENT CARE 


261 DIAGNOSTIC SERVICES: 


>.4 1... Canes Laboratory 
Photo Electric Colorimeter 1 5,000 


3. GENERAL 
Cylinders 05 + accessories a » ’ 


Total oe 1,36,400 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: DORNAKAL 
Name of Institution: ST. MARY'S HOSPITAL, KHAMMAM 


° —o_— ro OS Oe OO Pe BP Oe ee ewe Oem mee we ew eee we ew eo eowe a 


ITEMS 
| aa \ (oka Rs. 
1. REPAIRS & RENOVATION: 
1 at Building ee = 1 »00,000 
2. ESSENTIAL EQUIPMENT | 
- PATIENT CARE 
2.+1+—-DIAGNOSTIC “SERVICES” 
Getge Surgical: 
Instruments (assorted) ~- 12,800 
Autoclave am 1 20,000 
Total as 1,32,80G 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: ME DAK 
Name of Institution: CSI HOSPITAL, MEDAK 


ITEM QUANTITY AMOUNT 
Nos. KS. 
4. REPAIRS & RENOVATION 
14.1. Hospital Building Ne -= 2,433,000 
4.5 Generator (5 KV) an, 1 40,000 
2. ESSENTIAL EQUIPMENT 


- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2.1.1 Ciipic¢al Laboratory: 


Photoelectric Colorimeter 1 5,000 
2.1.3 Diagnostic Tools: 

Foetal Monitor ee 1 5,000 
2.1.4 Sargicai: 

Boyles apparatus (M K Tit.) 1 48,000 

Autoclave (22"x30") om / aee00 | 


2.1.5 OBS - GYN/Paediatrics: ~ 


Patient Examination 


Gyn. Table ie 1 2,000 | 
4. HOSPITAL FURNITURE: 
‘Fowlers Surgical bed se 1 7,000 
Examination table oe 1 2,000 


@ece@®weqqneaea ==] | 
} 


Total +. 360,000 | 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: ME DAK 
Name of Institution: CSI HOSPITAL, RAMAYAMPET 


ee <- :  caee 
ee Nos. Rs. 
13 REPAIRS & RENOVATION 
1.1 Hospital Building oy = 82,000 
1.5 Generator (5 KV) aA 1 40,000 
Zs ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1. DIAGNOSTIC SERVICES 
2.1.3 Diagnostic Tools: 
Foetal Monitor os qf 5 ,00G 
2.1.4 Surgical: 
Autoclave (22"x30") os 1 18,000 
2.1.5 OBS - GYN/Paediatrics: 
Patient Examination 
Gyn. Table ete 4 2,COG 
ly, HOSPITAL FURNITURE: 
Fowlers Surgical Bed es 4 7,000 
Examination table a 1 2 O00 
ae OFFICE EQUIPMENT : 
Steel Almirah whe 2 4,000 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MEDAK 
Name of Institution: CSI HOSPITAL, DUDGAON 


4.. REPAIRS & RENOVATION: 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
224 DIAGNOSTIC SERVICES 


2.1414 Clinical Laboratory 
Microscope (Binocular) 1 8,000 


2.1.2 X-ray Unit: 


X-ray accessories 


(lead apron & Langers) 5 ,000 
Cassettes X-ray 15"x12" 
TO Rte" 8,000 
2.1.4 Surgical: 
Operation Table .. 1 22,000 
Theatre Lamp es 1 15,000 


Autoclave ee 1 17,000 


4. HOSPITAL FURNITURE 
Fowler cots as 4 40,000 


Total oe 3 1,60 ,000 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MEDAK 
Name of Institution: CSI HOSPITAL, LUXETTIPET 


1. REPAIRS & RENOVATION: 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
ge1.1 Clinical Laboratory 


Centrifuge es 1 2,500 
P E Colorimeter i. ‘| 5,000 
Microscope aie 1 4,000 
Ce Surgical: 

Suction apparatus oa 4 5 ,O00 
Steriliser sia 1 5,000 

sf] 

4. HOSPITAL FURNITURE 

Examination Table ‘ete 1 4,000 
Wheel Chair ate 4 aaa 

9 
Total bud 80 ,500 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: RAYALASEEMA 
Name of Institution: MLL HOSPITAL, MADANAPALLE 


ee o> Sr ae am as as a ae oe ce 
Peer SO SOF SO SV SFO SF SS VF FSF SFP SFC SF SF SF SSF FCF SS SOB Vs FSB TB Oo ae” — &S & = = 


1. REPAIRS & RENOVATION: 


- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES: 


2. ESSENTIAL EQUIPMENT 
2.1.1 Clinical Laboratory: 


Semi Auto-analyser .. 4 1,50,000 
2.1.3 Diagnostic Tools: 
Ultrasound Scanner .. 1 1 2f9.,.000 
2.1.4 Surgical: 
Autoclave .< 4 40,000 
Total es 4 4.753000 
OUDeS JS vierary \%o\ 
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SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: RAYALASEEMA 
Name of Institution: CSI HOSPITAL, JAMMALAMA DUGU 


1. REPAIRS & RENOVATION: 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
@elea X-ray (60 MA ) ee 1 4442 ,000 


= GS a= =e => == a «= GP a 


Total Pr 1 »95 »200 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: RA YALASEEMA 
Name of Institution: AROGYAVARAM MEDICAL CENTRE 


ITEM ‘QUANTITY AMOUNT 
Nos. Rs. 
1. REPAIRS & RENOVATION: 
1.5 Generator < 1 60,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.2 Xeray ne 1 5,47, 000 
2.1.4 Surgical 
Boyles apparatus — 1 30,000 


Total sane 4,74,400 
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SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: RAYALASEEMA 
Name of Institution: CHRISTIAN MEDICAL CENTRE, PUNGANUR 


ed 
a ae ee em oe we Oe Ow OSS PBS SOS VBS OME s 22 O28 V8 SSC SSF VB SCSBVS* SS SPSS S28 S28 Ss 2 = ~——m « 


1. REPAIRS & RENOVATION 

2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 

2.1 DIAGNOSTIC SERVICES 


2al\z1 Clintear Laboratory: 


Microscope (Monocular) 4 4,000 
2.1.2 X-ray (20 MA Portable).. 1 70,000 
2.1.4 Surgical: 

Autoclave ae 1 6,000 

Instruments (assorted) 5,000 


Total es 179,203 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: RAYALASEEMA 
Name of Institution: CSI HOSPITAL, SIMHADRIPURAM 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
4. REPAIRS & RENOVATION ae om 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory 


Microscope (Monocular) 4 4,000 
Centrifuge a 1 2,500 
2.1.3 Diagnostic Tools 
EC G Machine “ 1 10,000 
2.1.4 Surgical: 
Sterilizer os 4 5,000 
Drums & Bins ‘8 2,000 
Instruments (assorted) 2,000 
Autoclave re 1 40,000 
3%. GENERAL: 
Refrigerator an 4 6 ,O000 


Total 44,500 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KARIMNAGAR 
Name of Institution: CSI HOSPITAL, KARIMNAGAR 


- @&egawaes 


Lise 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
REPAIRS & RENOVATION -- -- 


ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.2 PleophosD 300 MA X-ray 


(Generator only) 4 4 ,56,000 


2.1.4 Surgical: 


Mobile Shadowless lamp 


19 DIA oe 4 5,500 
2.1.5 OBS - GYN/Paediatrics: 
Baby Incubator ee 4 | 18,000 
3. GENERAL: 
Recovery Trolley provided 
with Oxygen Cylinder cage 
and IV Rod, Head raise 
rachet mechanism mis 4 5, 100 
4, HOSPITAL FURNITURE: 
SPA ek of RR Frame Work 2y205 
Foot step S.S. Frame work 
with single step of 3. whe 
sheet es 4 Ls 
Transfer Trolly ‘ce : 6 ,000 
Fowler bed mattress 
size 7'x3'x2' HT Top .- 4 3,900 
Vaccine Storage Cabinet 1 4,500 
7, TRANSPORT: 
7.1 Matador Ambulance <s 4 <2 y O00 


roseiee + 3,25 ,280| 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KARIMNAGAR 
Name of Institution: CSI HOSPITAL, PARKAL 


1. REPAIRS & RENOVATION 
1.1 Hospital Building as -- : 


ae ESSENTIAL EQUIPMENT 
- PATIENT CARE 


Ze l., DIAGRGST TY. SERVICES 
2.1.1 Clinical Laboratory 


Microscope (Monocular).. 4 - ty SOGaa 
2.1.4 Surgical: 
Operation Table as 4 § ,G00 
Steriiizer (Electric) .. 4 4.000 
if TRANSPORT : 
aes Motor Cycle (Ind Suzuki) 1 20,000 
Total .. 63,000 | 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KARNATAKA 
Name of Institution: CSI REDFERN MEMORIAL HOSPITAL 
HASSAN 
ITEM QUANTITY «© AMOUNT 
4. REPAIRS & RENOVATION NOB Rs. 
4.7. Hospital Building ee ~= 50,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
©. 74.1 Clinical Lavoratory: 
Microscope (Binocular) 1 8,000 
2.1.3 Diagnostic Tools: 
Duodenoscope es 1 750,000 
2.1.4 Surgleaes 
Suction apparatus .«. ‘ 6 ,000 
2.1.5 OBS - GYN/PAEDIATRICS: 
Vacuum extractor «+ 1 5,000 
Incubator (baby) a 1 15,000 
&, HOSPITAL FURNITURE: 
Hospital cots o* 10 20,000 


Total oe 2,54 ,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


iain of Diocese: SOUTH KARNATAKA 
Name of Institution: LOMBARD MEMORIAL HOSPITAL, UDIPI 


< 
—- SS ee ae oe ee ee ee ee oP Se em ae op Se a ew ae oe Oe ow Oe eb ae 6D GD GS & om Ge ao@ «8 6D om om 6 =e OD OP OD aS 2 CD am 22 oe om Ge Ge DS 
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ITEM . QUANTITY AMOUNT 


1. REPAIRS & RENOVATION 

1.1 Building: -- 1,34 ,000 
2. ESSENTIAL EQUIPMENT 

- PATIENT CARE 

2.1 DIAGNOSTIC SERVICES 


es ee Diagnostic Tools: 


Colposcope “oF 4 20,000 
Cardiac Monitor 
cum Defibrillator .. 1 40,000 


2.1.5 OBS - GYN & Paediatrics 
incubator (Bapyjeo<, 4 45,000 


Total % 2,09 ,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KARNATAKA 
Name of Institution: HOLDSWORTH MEMORIAL HOSPITAL, 
MYSORE 
ITEM QUANTITY AMOUNT 
Nos. RSs 


14. REPAIRS & RENOVATION 
14.1 Hospital Building es =< 4,50 ,000 
2. ESSENTIAL EQUIPMENT 

- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2.1.4 Surgical: 


Operation Table ne 2 60 ,000 
2.1.5 OBS - GYN & Paediatrics 
Incubator (Baby) ek 2 30,000 


oo) ep oo an os ce OY OR 


Total 24 40,000] 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: CENTRAL KARNATAKA 
Name of Institution: CSI HOSPITAL, BANGALORE 


1. REPAIRS & RENOVATION 
1.1 Hospital Building a -- 5500 ,000 
2 


« ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES: 
2.1.3 Diagnostic Tools: 


a ae oe 4 10,000 
2.1.4 Surgical: 
7 ¥ Intusion 4% 4 10,000 


2.1.4.3 Instruments - Urology 
(according to availability 
of funds and as per the 
following priority) 


Collins Knife (used in TUR work) 4 § 
Resectoscope Loops ee 12 
70- Telescope fer Cystoscopy 1 
30° Telescope for Cystoscopy 1 3 
Toomey's Syringe a 4, 
Ellick's evacuator oe 4 76.000 
Double J - stents e 4 § ’ 
T.L.A. Needle No.9 
Guide wire's for endourology 
work 20 § 
Total es 3 ,96,000 


CSI COUNCIL FOR HEALING MINISTRY 


2) 
SMALL PROJECT FUND (NO.9008 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


AKA 
Name of Diocese: CENTRAL KARNAT 
Name of Institution: CSI HOSPITAL, CHICKBALLAPUR 


4 REPAIRS & RENOVATION . 
41.1 Hospital Building es os 15,000 
2 


ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 “Peeeyo TIC SERVICES: 
2.1.1 Clinical Laboratory, 


Water Still “ft 1 4,000 
2«1«9 Disenostic-Tools: 

Laparoscope os 1 50,000 

Foetal Monitor a 1 5,000 
2.1.4 Surgical: 

Theatre lamp pes 4 24,000 


2.1.4.2 Instruments (assorted) ENT 


Phototherapy Unit 
Post-operative bed 
Piped Oxygen etc 
Zeize OP microscope 
Mastoid drill 
Audiometer 


2.1.5 OBS - GYN/Paediatrics;: 
Incubator (Baby) - 4 15,000 
Ds GENERAL: 
Shortwave diathermy ~ 1 40,000 


2,124,000 


Total Cie 4 25 O00 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: CENTRAL KARNATAKA 
Name of Institution: CSI HOSPITAL, CHANNAPATNA 


1. REPAIRS & RENOVATION 
5 Hospital Building ai “+ 61,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES: 


2.1.2 X-ray (60 MA) - 4 1,12,000 
20123 Ure = GYN/PAEDIATRIC : 
Incubator (Baby) ws 7 15,000 


7. TRANSPORT 


7.1 Matador Jeep “% 1, “peo 


Total site 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: NORTH KARNATAKA 
Name of Institution: CSI HOSPITAL, GADAG=BETGERI 


14, REPAIRS & RENOVATION 
1.1. Hospital Building eR -- 93,600 » 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES: 


2.1.%- Cigpieas Laboratory 
Flame Photometer ee 4 42,000 


2.1.2 X-ray (60 MA) oie 1 1°.72,000 


Total . » 2,17,600 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: NORTH KARNATAKA 

Name of Institution: COMMUNITY H#ALTH CENTRE, 
MOTEBENNUR 

PEM eo ea QUANTITY AMOUNT 

+ oo Nos. Rs. 


1. REPAIRS & RENOVATION 
1.1 Hospital Building se ~~ 55 , 06S 


2. ESSENTIAL EQUIPMENT 
~ PATIEN CARE 


2.1 DIAGNOSTIC SERVICES 
ie Surgical: 


Operation Table “% 1 5,000 
Autoclave ie 1 5,000 
Instruments (assorted) 22,000 


2.1.5 OBS = GYN/PAEDIATRICS: 


Labour room cot “% 4 2,008 
D £20 set an 4 1,506 

3. GENERAL: 
Oxygen Cylinder with treliy. 4 3, Coe 
Refrigerator ens 1 6,000 


Total ¥% 80,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 
Name of Institution: CSI RAINY HOSPITAL 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
a. REPAIRS & RENOVATION 
4.5 Generator ins 4 60,000 
Ze ESSENTIAL EQUIPMENT 
- PATIENT CARE 
Te TRANSPORT 
7.1 Matador Jeep Ambulance... 1 1 ,25,000 


Total rae 6,30,680 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 
Name of Institution: HEALTH CENTRE, SHOLAVARAM 


41. REPAIRS & RENOVATION 
1.1 Hospital Building oe ed 75 ,0C8 
2 


- ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.2 X-ray (20 MA) 70 ,000 
3. GENERAL 
Cylinders - 0, ae a 7.000 
- with troliy 1 f ‘ 


Total ie 1,52,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 


Name of Institution: CSI KALYANI GENERAL HOSPITAL, 
MADRAS 
ITEM 


mc ce ee ee ee enn a Sn ee OD a OD 0 Om hh ES I OD ee Ee mE OD OO 


4. REPAIRS & RENOVATION 
4.1 Hospital Building eo 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.2 X-ray (20 MA) oe 


Ba tee Diagnostic Tools: 
Ultrasound Scanner a 


Total — 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 


-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 


Name of Institution: CSI HOSPITAL, IKKADU 


1. REPAIRS & RENOVATION: 
41.1 Hospital Building oe 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1. DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Microscope (Binocular) 
(USA Olympus make) .. 


£145 Diagrestie Tools: 


Ultrasound Scanner .. 
(Linear Scan) 


2.1.4 Surgical: 


Operation Table oe 

4, HOSPITAL FURNITURE 
Bedside Lockers a 
Total aie 


97 »000 


10,000 


2 ,00,000 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 


Name of Institution: CSI HOSPITAL, KANCHIPURAM 


4. REPAIRS & RENOVATION 

4.1 Hospital Building 

7, ESSENTIAL EQUIPMENT 
rh. PATIENT CARE 

2.1 DIOGNASTIC SERCICES: 


9.4.7 Ceioical Laboratory: 


iw 


Microscope (Monocular) 1 


7. SRANSFORT: 
7.1 Ambulance (Matador) 


Total 


4 O00 
1,293,000 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO .90082 ) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 
Name of Institution: CSI HOSPITAL, NAGARI 


1. REPAIRS & RENOVATION 
1.1 Hospital Building ee ee 4 ,02,000 


2. -ESSENTIAL EQUIPMENT 
- PATIENT CARE 


3. GENERAL 
Weighing Balance (adult) 1 600 
Cylinders 0,5 ars 2 4,000 
4. HOSPITAL FURNITURE: 
Stretcher Trolly ane 2 3,000 
Wheel Chair ys ‘ 9.4000 


LOGaL ae 4-42 ,600 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADRAS 
Name of Institution: CSI WELFARE CENTRE, CHINGLEPET 


1. REPAIRS & RENOVATION 
1.1 Hospital Building - os -- 24,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


#8 DTAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Centrifuge eo 1 5 ,O00 
2.1.3 Diagnostic Tools: 
B.P. apparatus os 4 2,000 
2.1.4 Surgical: 
Instruments (assorted) 2,600 
2.1.5 OBS - GYN/Paediatrics: 
Labour room cots -% 2 4,000 
3. GENERAL: 
Weighing balance - adult & 4, 4, , 800 
- baby 
Refrigerator oe 2 12,000 
&, . HOSPITAL FURNITURE: 
Hospital cot ‘% 4 4,000 
Cradles a4 4 2,400 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: VELLORE 
Name of Institution: CSI LEPROSY CENTRE, VANDAVASI 


1. REPAIRS & RENOVATION os -- ~- 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.4.1 Clinteg. Laboratory < 
a3. xoPAgraRSRERN eS RAT? 11 12,000 
Operation Table o° 4 22,000 
Theatre lamp Pe 4 45,000 
Suction apparatus os 1 5 ,000 
Photoelectric Colorimeter 1 5,000 
Autoclave os 1 20,000 
Steriliser we 4 6 ,000 
2.1.5 OBS - GYN/Paediatrics 
Vacuum extractor <a 1 3,000 
4. HOSPITAL FURNITURE: 
Cots and mattresses se 10 42,000 
7, TRANSPORT: 
7.1 Matador Ambulance oe 4 1,255 


Total 58 329,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: VELLORE 


Name of Institution: JOTHI NILAYAM RURAL HOSPITAL 
& LEPROSY CONTROL CENTRE, MUTTATHUR 


1. REPAIRS & RENOVATION: 
1.1 Hospital Building | Ps -- 56,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNGSTIC SZRVICES: 


2.1.2 X-ray (20 MA) vs 1 70,000 
2.1.4 Burgical: 
Operation Table ae 4 5 ,000 
Suction apparatus “a 1 5,000 
Instruments (assorted) 5 ,000 
Drums & Bins “-* 2 ,0Ce 
celeS ORGS CGYN/Paediatrics: 
Labour room cots re 2 5 G00 
Vacuum extractor es 1 5 ,OC0 


4. GENERAL: 
Refrigerator ° = 1 7 »O0O 


Total Pee 4 56,005 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: VELLORE 
Name of Institution: SCUDDER MEMORIAL HOSPITAL, RANIPET 


14. REPAIRS & RENOVATION 
1.1 Hospital Building me 2,60,840 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES: 


2.1.3 Diagnostic Tools: 
Ultrasound Scanner .. 1 1,75,000 


Total ee 4,3 ,840 


a 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: COIMBATORE 
Name of Institution: CSI HOSPITAL, ERODE 


4. REPAIRS & RENOVATION 
4.1 Hospital Buildings ase 4,05 ,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
> a Diagnostic Tools: 


Ultrasound Scanner ee 1 1,759,000 
Cardiac Monitor as 1 20,000 
2.1.4 Sumeseeal: 
Suction apparatus oe 1 5 ,000 
Respirator an ‘1 40,000 
3. GENERAL: 
Refrigerator ae 4 10,000 


7, TRANSPORT: 
en Mahindra Jeep ie 4 1.294000 


Total oe 4,80 ,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: COIMBATORE 
Name of Institution: CSI HOSPITAL, CHENNIMALAI 


1. REPAIRS & RENOVATION. 
1.1 Hospital Building s° -- 52,000 


26 ESSENTIAL EQUIPMENT 
- PATIENT CARE 


ae DIAGNOSTIC SERVICES 
2.1.3 Diagnostic Tools: 


E.C.G. ate 1 10,000 

Foetal Monitor — Beth. 1 6,000 
2.1.4 Surgical: 

Suction apparatus -* 1 « “G00 

Instruments (assorted) “oe 7,000 


Total ay, 59-55 80,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: COIMBATORE 
Name of Institution: PRIMARY HEALTH CENTRE, PALAKODE 


ITEM QUANTITY AMOUNT 
Nos. Rs 
41. REPAIRS & RENOVATION -- -- 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Microscope (Monocular) 1 4,000 
Centrifuge es i 2,000 
2.1.3 Diagnostic TOOLS: 
E.Gate ee 1 10,000 
2.1.4 Surgical: 
Minor Operation Table 1 5,000 
Instruments (assorted) 3,000 
3. GENERAL: 
Refrigerator ne 1 6,000 
4. HOSPITAL FURNITURE: 
Fxamination Table os a 2,000 


Total ae 32 ,000 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY-TANJORE 
Name of Institution: CSI HOSPITAL WORIUR 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
1. REPAIRS & RENOVATION —— Pe 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.2 X-ray (300 MA) De 1 4,82 ,000 


Total os 4,82 ,000 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO .90082 ) 


- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY-TANJORE 
Name of Institution: CSI HOSPITAL, DHARAPURAM 
| ee ee tates - 
ITEM QUANTITY AMOUNT | 
—  - Nos. Rs. | 
4, REPAIRS & RENOVATION | 
14.1. Hospital Building a =2 i 19,50,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 
Photoelectric Colorimeter 1 5 ,O00 
Flame Photometer oe 1 15,4000 
Centrifuge os 1 5 ,O00 
Water bath As 3 7,000 
Oven 7 4 2,000 
ee).2 X-ray (20 MA} Pe 1 70,000 
24'-5 Diagnostic Tools: 
Ultrasound Scanner .. 4 1472 ,000 
Total at 4 ,03,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY=TANJORE 
Name of Institution: CSI HOSPITAL, KARUR 


= =a = a 
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i REPAIRS & RENOVATION 
4.1 Hospital Building ee 4,30,800 


2. ESSENTIAL EQUIPMENT 
_5 7 PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


os ee Diagnostic Toolss 
Paks “a 4 10,000 


4. HOSPITAL FURNITURE: 


Hospital cots with 
mattresses 7 6 12,000 


Total oe 1,352,800 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
tALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY-TANJORE i 
Name of Institution: COMMUNITY HEALTH CENTRE, 
THUVAKUDI 
ITEM QUANTITY AMOUNT 
Nos. Rs. 
7. REPAIRS & RENOVATION -- ini 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


eet DIAGNOSTIC SERVICES 


2.1.4 Surgical: 
Instruments (assorted) 2,000 
Autoclave 8 1 10,000 


Total... 12,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO .90082 ) 
=- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY=TANJORE 
Name of Institution: COMMUNITY HEALTH CENTRE, 
KAILASAPURAM 
ITEM QUANTITY AMOUNT 
Nos. RS. 
4. REPAIRS & RENOVATION -- -- 


2, ESSENTIAL EQUIPMENT 
- PATIENT CARE 


Biot DIAGNOSTIC SERVICES 
2.1.4 Surgical: 


Instruments (assorted) 1 4, ,000 
Suction apparatus 5 ,000 
Autoclave 4 10,000 


Total 49,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY =-TANJ ORE 
Name of Institutions COMMUNITY HEALTH CENTRE 
KAMARAJNAGAR 
ITEM QUANTITY AMOUNT 
Nos. Si 


1. REPAIRS & RENOVATION 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
ae aa Surgical: 


Instruments (assorted) “2,000 
Suction apparatus 1 25000 
Autoclave qe 40,000 


Total 17,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TRICHY=-TANJORE 
Name of Institution: SUB-CENTRE, UDUMELPET 


1. REPAIRS & RENOVATION 

2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 

2.1 DIAGNOSTIC SERVICES 


2.1.1 Clinical Laboratory: 


Microscope (Monocular) 1 5 ,000 
Centrifuge re 4 2,000 
: Photoelectric Colorimeter 1 5,000 
2.1.4 Supeieal: 
Theatre table re 1 5,000 
Instruments (assorted) 4,000 
_Steriliser (electric) 7 5 ,000 
Drums & Bins ee Zz 2,000 
2.1.5 OBS - GYN/Paediatrics: 
Labour room Cov er 4 1,500 
3. GENERAL: 
Refrigerator i 1 6,000 
4, HOSPITAL FURNITURE: 
Hospital cots with mattresses 2 4, ,O000 
Cradie ee 1 600 
Examination table ae 4 2,000 


Total WA 82,100 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTION 


Name of Diocese: MADURAI-RAMNAD 
Name of Institution: CHRISTIAN MISSION HOSPITAL, 
MADURAI 
ITEM QUANTITY ‘AMOUNT 
Nos. Rs. 


4. REPAIRS & RENOVATION 
1.1 Hospital Building aa 94, 200 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Flame photometer eo 4 15 {O00 
Photoelectric | 
Colorimeter a8 1 5,000 
2.1.2 X-ray machine (160 MA).. 4 3,41,000 
2.1.3 Diagnostic Tools: 
Audio metre +? , 18°00 


2.1.4 Surgical: 


Boyles apparatus 


(MK III & accessories) 1 48,000 
4. HOSPITAL FURNITURE: 
Wheel Chair ae 4 2,000. 


Total a) 5 53% 2200 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADURAI-RAMNAD 


Name of Institution: ST. MARTIN'S HOSPITAL, RAMNAD 


i. REPAIRS & RENOVATION 
1.1 Hospital Building ro 
as ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 
Flame Photometer ee 
Microscope (Binocular).. 


2.1.4 Surgical: 


Operation Table oe 
Theatre Lamp oe 
2.1.5 OBS - GYN/Paediatrics: 
Labour room cot oe 
4, HOSPITAL FURNITURE: 
Stretcher - Trolly ee 


Hospital cots with mattresses 
aotal- «. 


1,835,000 


13,000 
8,000 


22,000 
15,000 


ee 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADURAI-RAMNAD 
Name of Institution: HEALTH CENTRE, PASUMALAI 


ITEM QUANTITY AMOUNT 
Nos. 
1. REPAIRS & RENOVATION 
4.1 Hospital Building oe -- 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Hemometer 7 4 
2.1.4 Surgical: 
Instruments (assorted) 
Steriliser (Electric).. 1 
2.1.5 OBS - GYN/Paediatrics: 
Vacuum extractor a 1 
3. GENERAL: 
Cylinders 0.5 & trolly 
Regulator o® 4 
7, TRANSPORT: 
7.2 Moped : 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADURAI=-RAMNAD 
Name of Institution: CSI HOSPITAL, KILANJUNAI 


1. REPAIRS & RENOVATION 
1.1 Hospital Building oie “— 14,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2e1.¥ Clinvea. Laboratory: 


Microscope (Monocular) 4 4,000 
3. GENERAL: 
Refrigerator ae 1 6,000 


Total ee 24,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO. 90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TIRUNELVELI 
Name of Institution: ST. LUKE'S HOSPITAL, NAZARETH 


4. REPAIRS & RENOVATION 
4.1 Hospital Building = -- 85 ,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


i Diagnostic TOOLS $ 
Ultrasound Scanner nm 


— 


1, 755000 


Total ae 2,60,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TIRUNELVELI 
Name of Institution: ST. LUKE'S LEPROSORIUM, PEIKULAM 


1. REPAIRS & RENOVATION 
1.1 Hospital Building : we =~ 1,87,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2.1.2 X-ray (60 MA) o2 4 1,l2,00e8 
2.1.4 Surgical: 
Autoclave (Small) at 1 5,000 
Steriliser oe 1 6,000 


4. HOSPITAL FURNITURE: 


Hospital cots with 
mattresses ane 8 16,000 


Total oe 3,26,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TIRUNELVELI 
Name of Institution: ST. BARNABAS HOSPITAL, NAGALAPURAM 


1. REPAIRS & RENOVATION 
4.1 Hospital Building oe 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 


Microscope (Monocular) 


Cell counter a 
2.1.2 X-ray (20 MA) be 
2.1.3 Diagnostic Tools: 

E.CyG. eo 


2.7.4 Surgical: 
Operation Table 
(Minor theatre) Pr 
2.1.5 OBS - GYN/Paediatrics: 
Labour room cots ee 
3. GENERAL: 
Cylinders - 0, with 
Trolly & Régulator «- 


TOCa. ee 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: TIRUNELVELI 

Name of Institution: ST. RAPHAEL'S HOSPITAL, 
SAWYERPURAM 

~ TPEM QUANTITY AMOUNT 


i REPAIRS & RENOVATION 
1.1 Hospital Building es ~~ 36,000 
2 


. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.3 Diagnostic Tools: 


Foetal Monitor (Doppler) 4 5,000 
@et.4 Surgical: 
Operation Table <2 4 5,000 
Theatre lamp oe 1 5 ,O00 
Suction apparatus tie 1 5 000 
Drums & Bins Pi 5 3,000 
4. HOSPITAL FURNITURE: 
Wheel Chairs © be = 3,000 
Stretcher - trolly os 2 2,500 


Total vs 64,800 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
~- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: § TIRUNELVELI 
Name of Institution: CSI HOSPITAL, MARUTHAKULAM 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
4. REPAIRS & RENOVATION — =- -- 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


| 

2.1.1 Clinical Laboratory: | 
Cell counter ais 1 2,500 

| 

| 


2.1.4 Surgical: 


Operation Table (Minor) / 5 ,000 

Suction apparatus eo 4 5 ,O0O0 

Autoclave 7" 1 5 ,000 

Drums & Bins 8 2 2,000 

Theatre lamp (Pedestal) 4 5,000 
2.1.5 OBS - GYN/Paediatrics: 


Labour room cot 1 4 2,000 | 


3. GENERAL: | 
Cylinder - 0, with 


trolly & Regflator - 1 2,000 | 
Refrigerator os. 1 6 ,000 | 
4. HOSPITAL FURNITURE: | | 
Hospital cot with mattresses 1 2,000 
Total e-« $6,500 4 
Pe 4G, Oe | 
| 
0) J; J BG fio . ai: Q A R Y ™~, < \ 
UF awd mn tt 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: — TIRUNELVELI 
Name of Institution: BARENBRUK HOSPITAL, SURANDAI 


ITEM QUANTITY AMOUNT 
— Nos. Rs. 
1. REPAIRS & RENOVATION om wea 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
el 4 Surgical: 


Instruments(assorted) 1,000 
Steriliser (electric) 4 4,000 
Autoclave (small) .. 4 5,000 
Suction apparatus .. 1 5.000 
Theatre lamp (pedestal) 4 5,000 
2.1.5 OBS - GYN/Paediatrics: 
Labour room cot “% 1 , 2,000 
4. HOSPITAL FURNITURE: 
Examination cot «3 1 1,000 


Total ss 23,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.60082) 
- ALLOCATION TO DICCESAN INSTITUTIONS 


Name of Diocese: TIRUNELVELI 


Name of Institution: IMMANUEL HOSPITAL, IDAIYANCGUDI 


1. REPAIRS & RENOVATION: 
1.1 Hospital Building ter -- 30,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.14. DIAGNOSTIC SERVICES: 
P.4.1 Clinies. Pavoratory: 


eS 


Microscope (Monocular).. 1 4,000 
Cell Counter me 1 2,500 
Photoelectric Colorimeter 4 5 009 
Centrifuge 4 3,000 
2.1.2 X-ray ae 1 45,000 
2.1.3 Diagnostic Tools: 
E Ce “s 4 10,000 
2.1.4 Surgical: 
Operation Table os 1 4,000 
Theatre lamp is 1 5,000 | 
| 
Steriliser ee 4 5 oe 
Drums & Bins i 4 3,000 
3. GENERAL: ; ; = 0ee 
Refrigerator »5 oe : Ae 
Cylinders = O o- ‘ | 
4, HOSPITAL FURNITURE : a a, 
Hospital cots o- 2 i 
Total ; 1,32,500 | 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 
Name of Institution: CSI MISSION HOSPITAL, NEYYOOR 


4. REPAIRS & RENOVATION 
1.1 Hospital Building ae “= 62,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1.1 Clinical Laboratory: 
Auto-analyser Ae ; 14,590,006 


Total as 212,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 
Name of Institution: INTERNATIONAL CANCER CENTRE, 
NEYYOOR 
TEM QUANTITY AMOUNT 
Nos. Rs. 
Vy REPAIRS & RENOVATION; 
1.1 Hospital Building 3 69,600 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2e1e7 Clinical Laboratory: 
Microscope (Triocular 
Research) .. 1 20,000 
2.1.4 Surgical: 
Suction apparatus as 2 12,000 
4. HOSPITAL FURNITURE 
Hospital cots with 
mattresses os 10 20,000 


BOta!) | eA 121,600 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 
Name of Institution: CSI HOSPITAL, MARTHANDAM 


1. REPAIRS & RENOVATION 
4.1 Hospital Building oe -- 43,200 


Le ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
os 1k Diagnostic Tools: 


Foetal Monitor es 4 5,000 
2 1s (Surgical: 

Boyles apparatus a 1 48,000 

Theatre lamp ie 1 45,000 

Operation table o- 1 22,000 

Suction apparatus as 4 5,000 
2.1.5 OBS - GYN/Paediatrics: 

Labour cots are 2 4,000 
De GENERAL: 

Refrigerator on 1 6,000 


4, HOSPITAL FURNITURE: 


Hospital cots with 
3 mattresses 15 27 ,000 


Total 1,75 ,200 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 
Name of Institution: CSI HOSPITAL, KULASEKHARAM 


4. REPAIRS & RENOVATION 


26 ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 BIAGNOSTIC SERVICES 
2.1.3 Diagnostic Tools: 


Foetal Monitor ae A | 5 ,O00 
2.1.4 Surgical: 
Operation Table oe 1 22,000 
Theatre lamp tar 1 15,000 
Suction apparatus .. 1 ' SOOO 
2.1.5 OBS - GYN/Paediatrics: 
Incubator (baby) 4 15,000 
3. GENERAL: | 
Refrigerator Me 1 6,000 


Total he 68,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 
Name of Institution: CSI HOSPITAL, NAGERCOIL 


ITEM QUANTITY AMOUNT 
‘; Nos. Rs. 
1. REPAIRS & RENOVATION 
1.1 Hospital Building ae w= 400,000 
2. ESSENTIAL EQUIFMENT 
- PATIENT CARE 
2.4 DIAGNOSTIC SERVICES 
2.1.4 Surgical: 
Operation table ae 1 22,000 
Theatre lamp <“ 1 15,000 
Suction apparatus — 4 5,000 
2.1.5 OBS - GYN/Paediatrics: 
Labour room cots ad ed 4,000 


4, HOSPITAL FURNITURE: 
Hospital cots with mattresses 5 8.000 


Total oe 1,54 ,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: KANYAKUMARI 

Name of Institution: CHARLES PEACE MEMORIAL HOSPITAL, 
COLACHEL 

ITEM o_ QUANTITY AMOUNT 


1. REPAIRS & RENOVATION 
1.1 Hospital Building as -- 70,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE : 


2.1 DIAGNOSTIC SERVICES: 
2.1.1 Clinical -Laboratory: | 


Microscope (Binocular) 1 7,000 | 
2.1.4 Surgical: | 
Operation table mn 4 4,000 ° 
Theatre lamp pte 1 paso 2. 3 a 
Suction apparatus .. 4 4,000 | 


3. GENERAL: | 
Refrigerator a 4 7,000 | 
4. HOSPITAL FURNITURE: 


Hospital cots with 
mattresses aie 10 20,000 


Total a 1,17,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: JAFFNA 
Name of Institution: GREEN MEMORIAL HOSPITAL, MANIPAY 


1. REPAIRS & RENOVATION 
Hospital Building oe a 90,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 CLINICAL SERVICES 


2.1.4 Surgical: 
Instruments (assorted) -- 65,000 


Total a 1,539,090 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese; JAFFNA 
Name of Institution: CSI MISSION HOSPITAL, INUVIL 


1. REPAIRS & RENOVATION: 
Hospital Building See ere 1,05 ,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 CLINICAL SERVICES 


2.1.4 Surgical: 
Instruments (assorted).. == 60,000 


Total oe 1,65,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: JAFFNA 
Name of Institution: CSI MISSION HOSPITAL, PARANTHAN 


4. REPAIRS & RENOVATION 
Tet Hospital Building oe -- 30,000 
2 


. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 CLINICAL SERVICES: 


2.1.4 Surgical: 
Instruments (assorted) -- 60 , 000 


Total mn 90,000 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: LMS BOYS BRIGADE HOSPITAL, KUNDARA 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
4. REPAIRS & RENOVATION 
4.1 Hospital Building 2 -- 4,44 ,000 
1.5 Generator cae 4 60 ,COO 
2. ESSENTIAL EQUIPMENT 


- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2.1.3 Diagnostic Tools: 


Ultrasound Scanner .. 1 175 GOCO 
2.1.5 OBS - GYN/Paediatrics: 
Vacuum extractor Me 1 3,000 


3. GENERAL: 


Cylinders - 0 with 
trolly & regulator .- 


Total én 3,,86,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND. (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, QUILON 


1. REPAIRS & RENOVATION: 
1.1 Hospital Building os i 80 , 000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES: 
eet... Clinvear Laboratory: 
Photoelectric Colorimeter 1 5,000 
2.1.2 X-ray (20 MA) ro 1 70,000 


4. HOSPITAL FURNITURE: 
Hospital cots — 5 10,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND(NO. 90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, ATTINGAL 


4. REPAIRS & RENOVATION 
1.1 Hospital Building as -- 35,000 
2 


: ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES: 
2.1.3 Diagnostic Tools: 


Ultrasound Scanner Gin 1 1.779000 
2.1.4 Surgical: 

Theatre lamp as 1 15,000 

Boyles apparatus cs 1 48,000 

Suction apparatus a 4 5 ,000 


oe GENERAL: 
Cylinders 0, with 


trolly & regulator -«- 1 25700 

4, HOSPITAL FURNITURE: 
Stretcher trolly e* 1 41,900 
Hospital cots ee 2 10,000 


Total a 2,92 ,000 
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SMALL PROJECT FUND (NO .90082 ) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, KALAYAPURAM 


; 
} = = a ee 
: eee ewe ewe mew e woes ee ee 2 eZ eee eee ee 2a ee e2ereeoee202e0""°"2r.22°= 


4. REPAIRS & RENOVATION 
141 Hospital Building <3 -- 50,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2«1 DIAGNOSTIC SERVICES: 
2.1.5 OBS - GYN/PAEDIATRICS: 
Labour room cot ae 7 2,000 
Vacuum extractor oe 1 3,000 


3. GENERAL: 
Cylinder 05 we 1 2,000 
4, HOSPITAL FURNITURE: 
Hospital cots with mattresses 5 = _“?% "7 
TOCA. ss 68,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: DR. SOMERVELL MEMORIAL HOSPITAL, 
KARAKONAM 
ITEM QUANTITY AMOUNT 
Nos. Rs. 
4. REPAIR & RENOVATION <a -- -- 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.2 X-ray (60 MA) wi ’ 4,12,000 
4, HOSPITAL FURNITURE: 
Hospital cots with 
mattresses | s 12 24,000 
Total of 4 ,36,000 | 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO. 90082 ) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, NELLIKAKUZHI 


1, REPAIRS & RENOVATION 
2 


. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES: 
2.1.1 Clinical Laboratory: 


Photoelectric Colorimeter 1 5 ,000 
2.1.2 X-ray Machine (20 MA) .. 4 70 ,000 
2.1.5 Diagnostic Tools: 
BSG. ee ‘1 10,000 
2.1.4 Surgical: 
Sterilizer ae 4 5,000 
Drums & Bins oa 2,000 
2.1.5 OBS = GYN/Paediatrics: 
Labour room cot “es 4 2,000 
3. GENERAL: 
Cylinder - 0, with 
trolly & fepulator i 4 2,000 
4. HOSPITAL FURNITURE: 
Stretcher - trolly 4 2,000 


Total be 1,18,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, VELLARADA 


4, REPAIRS & RENOVATION 
4.1 Hospital Building 2" “- 21,000 


2, ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.4 Surgical: 


Suction apparatus ee 4 5 ,000 

Steriliser oe 1 4,000 

Instruments (assorted).. 2,000 
o 14500 CYN/Paediatrics: 

Vacuum Extractor ss 4 55000 


3, GENERAL: 


Cylinder 0.5 with 
trolly & regulator «+ 4 : 


Total «- 37 ,OO0O 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 

Name of Institution: CSI HOSPITAL, ARAYOOR 

mM & ITEM QUANTITY AMOUNT 
Nos. Rs. 


1. REPAIRS & RENOVATION 
1.1 Hospital Buildings oe -- 10,000 
2 


- ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES; 
2.1.4 Surgical: 


Suction apparatus ‘cs 1 3,000 
Instruments (assorted) 2,000 
2.1.5 OBS=GYN/Paediatrics: 


3. GENERAL; 


Cylinder ne with 


nd regulator 1 2,000 


| 

| 

) Vacuum extractor Pe ee 3,000 
| trolly 

{ 


Total eh 20,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 


~- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 


Name of Institution: CSI HOSPITAL, PERAYAM 


ITEM QUANTITY AMOUNT 
| . Nos. RS « 
4. REPAIRS & RENOVATION ae =< m= 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
24 A” (Clintes eLaboratory 
Microscope (Monocular).. 7 4,000 
Photoelectric Colorimeter 1 5,000 
2.1.3 Diagnostic fools: 
E.C2G. oe 4 10,000 
251.4 Surgical: 
Theatre lamp (Padestal) / 5,000 
Suction apparatus ane 4 5,000 
Sterilizer (Electric) .. 1 4, ,O00 
Total a“ 335.200 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese SOUTH KERALA 
Name of Institution: SUB-CENTRE, MARANAD 


1. REPAIRS & RENOVATION 
1.1 Hospital Building o3 -- 30,000 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2a tet Surgical: 


Steriliser sc 4 4,000 
Autoclave cage 4 5,000 

3. GENERAL: 
Refrigerator ee 1 7,000 


4. HOSPITAL FURNITURE: 
Hospital cots with mattresses 2 4,000 


iota) ae 50,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: SOUTH KERALA 
Name of Institution: CSI HOSPITAL, KAZHAKUTTOM 


tT. REPAIRS & RENOVATION 
4.1 Hospital Building ne oe 50,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1. DIAGNOSTIC SERVICES: 
2.1.3 Diagnostic Tools: 


Foetal Monitor (Doppler) 1 5,000 
2.1.4 Surgical: 
Theatre lamp (pedestal).. 4 5 ,000 
Instruments (assorted) .. 5 ,000 
2.1.5 OBS - GYN/Paediatrics: 
Vacuum extractor ee 4 3,000 
Labour room cot os 4 2,000 
a. GENERAL: 
Weighing Balance oe 2 2,000 
ae aoee cc ictor ae 2,000 | 
“4. OFFICE FURNITURE: | 
Stretcher trolly ae 1 2,000 | 
Wheel Chair | ‘ 1 2,000 : 


Total | a 78,000 | 
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SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 
Name of Institution: BJSM HOSPITAL, KODUKULANJI 


4. REPAIRS & RENOVATION 
1.1 Hospital Building aud -= 75 O00 
2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory: 
Microscope (Monocular) ee 4 4, ,000 
Flame Photometer 4 15,002 


ey he Diagnostic tocis: 
Cardiac Monitor cum 


Defibrillator “i 4 40,000 
1 AP ee os 4 10,000 
3. GENERAL: 
Electric Nebuliser i 4 5,000 
4. HOSPITAL FURNITURE: 
Hospital cots with mattresses 7, 10,000 
7. TRANSPORT: 
7.1 Matador Ambulance oe 1 ete 


Total ee 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 
of Institution: CSI MISSION HOSPITAL, KRISHNAPURAM 


Se eae seen eer em eee eee emo ooeoeo-— PO OS 8 8828 SOOO OS OSS OSS SSeS 
QUANTITY AMOUNT 


1 REPAIRS & RENOVATION 

1.1 Hospital Building ~_ ad 1,32 ,800 
2. ESSENTIAL EQUIPMENT 

+ PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.3 Diagnostic Tools: 
4 40,000 


Cardiac Monitor’ cum aul 
defibrillator 


2.1.4 Surgical: 
Suction Apparatus od 1 5 ,000 


2.1.5 OBS - GYN & PAEDIATRICS: 
Labour room cot ee 1 2,000 


4. HOSPITAL FURNITURE: 
Hospital cots va 10 20,000 


Total one 1,99,800 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082 
- ALLOCATION TO DIOCESAN ere rctions 


Name of Diocese: MADHYA KERALA 
Name of Institution: CSI HOSPITAL, MUNDIAPPALLY 


sialon se QUANTITY AMOUNT 

, Nos. “Ke: i 
1. REPAIRS & RENOVATION 

4.1 Hospital Building ate “= 20,000 
4.5 Generator — 4 40,000 
2% ESSENTIAL EQUIPMENT 


- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


> 4.7 Cieecal Laboratory: 


Microscope (Monocular) « 1 4,000 

Centrifuge — 4 2,000 
2.1.3 Diagnostic Tools: 

Foetal Monitor : ee 1 5,000 
2.1.4 Surgical: — 

Operation Table os 4 22,000 

Theatre lamp oe 4 45,000 

Suction apparatus es 1 5,000 

Steriliser oe 4 7,000 
21,5: 22 cyN/Paediatrics: 

Labour Theatre Table eae 4 2,000 

Incubator (Baby) ds 1 45 ,000 
4. HOSPITAL FURNITURE: 

4 8,000 


Hospital cots a* Mes Bee 
Total és 485,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 

Institution: GEORGE MATHEN MISSION HOSPITAL 
Name of Ins tr 
i ee QUANTITY AMOUNT 


4, REPAIRS & RENOVATION: 
4 BP Hospital Building ve -- 50,000 
2 


. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


aa DIAGNOSTIC SERVICES 
Cele!) Obipical Laboratory: 


Flame Photometer th 1 13,000 
Cell Counter | we | 1 3,000 
Microscope (Monocular) .. 1 4,000 


2.1.3 Dianostic Tools: 
Cardiac Monitor cum 


Defibrillator -3 1 40,000 
Foetal Monitor ee 1 5,000 
2.1.4 Surgical: 
Operation Table ae 4 22,000 
Autoclave “* 1 15,000 
2.1.5 OBS - GYN/Paediatrics: 
Vacuum extractor be / 6,600 
Incubator (baby) + 4 15,000 


3. GENERAL: 
Weighing balance =< toa 1 1,000 | 


Total es 1,74,600 | 
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-— = = 2 «® & as EE SOOO SOOO SCT OBS SO Beeson eeeeoaawesacea | 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 


Name of Institution: CSI HOSPITAL, PUNNAKKADU 


1. REPAIRS & RENOVATION: 
1.1 Hospital Building 
1.5 Generator 
2. ESSENTIAL EQUIPMENT 

- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 
>-4.1° Clini€al Laboratory: 


Microscope (Monocular’ 


oe a5 Diagnostic Tools 
Cardiac Monitor cum 
Defibrillator 


7. TRANSPORT 
7.1 Matador Jeep 


4,000 


40,000 


425,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 
Name of Institution: ST. THOMAS HOSPITAL, THIDANAD 


4. REPAIRS & RENOVATION: 
1.1 Hospital Building es -- 15,000 
2. ESSENTIAL EQUIPMENT: | 

- PATIENT CARE 
2.1 DIAGNOSTIC SERVICES 


2.1.4 Boyles apparatus aa 1 40,000 
3. GENERAL: 
Refrigerator es 1 6,000 


7. TRANSPORT: 
7.1 Mahindra Jeep Pe 1 1,25 5000 


ape -- 1,86 ,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 


Name of Institution: CSI HOSPITAL, PAZHUMALA 


4. REPAIRS & RENOVATION 
14.1 Hospital Building . “= 26 ,O00 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.1 Clinical Laboratory 
Microscope (Monocular) 7 4,000 


Centrifuge ee 1 3,000 


2.1.4 Surgical: 
Instruments (assorted) 7,000 


Total i 40,000 


CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 
Name of Institution: ST. BARNABAS HOSPITAL, VECHOOCHIRA 


ITEM QUANTITY AMOUNT | 
— Nos. Rs. 
1. REPAIRS & RENOVATION 
Well 
a (ater up Pump & Pipeline -= 50,000 


Storage tank 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


ee<ts't Clinical Laboratory: 


Photoelectric Colorimeter ,, 1 5 ,000 
Centrifuge oe 1 2,000 

3. GENERAL 
Cylinder 05 ry 1 2,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082 ) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: MADHYA KERALA 
Name of Institution: CSI HOSPITAL, PALLOM 


ITEM QUANTITY AMOUNT 
Nos. Rs. 
es REPAIRS & RENOVATION 
4.1 Hospital Building oe -- 32,400 
Ze ESSENTIAL EQUIPMENT 
- PATIENT CARE 

2.1. DIAGNOSTIC SERVICES 
2.1.2 X-ray (60 MA) — / 4,12,000 
2.1.3 Diagnostic Tools: 

Gavel -* 1 10,000 

Foetal Monitor se 1 5 ,000 
2.1.4 Surgical: 

Operation Table ee 1 22,000 
2.1.5 OBS - GYN/Paediatrics: 

Vacuum extractor o* 4 3,000 


Total 6 4 , 84,400 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: _ NORTH KERALA 
Name of Institution: CSI MISSION HOSPITAL, CODACAL 


4. REPAIRS & RENOVATION 
4.1 Hospital Building — =~ 50,000 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 

2.1.1 Clinical Laboratory 
Water Bath bat 5,000 
Centrifuge ee 4 2,000 


— 


22435 Diagnostic Tools 
Cardiac Monitor cum 


Defibrillator es 4 40,000 

2.1.4 Surgical: 
Ventilator -s 4 40,000 
Boyles apparatus a 1 48,000 
Keratometer 3 1 40,000 
oe 1 0,000 
re ae ope GyN/ Paediatrics: Incubator 4 Ret ood 


i. FSPITAL FURNITURE: 


Stretcher trolly <a 4 15,000 
Fowler cots <* 2 42,000 
ICU beds S% 2 46,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name Of Diocese: NORTH KERALA 
Name of Institution: CSI MISSION HOSPITAL, MEPPADI 


| ITEM QUANTITY AMOUNT 
| Nos. Rs. 
4. REPAIRS & RENOVATION 2. ‘2 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.2 X-ray (20 MA) es 4 70,000 
4, HOSPITAL FURNITURE: 
Wheel Chair ee 1 2,000] 
Stretcher Trolly a 1 2,000) 


7. TRANSPORT: | 
7.1 Matador Jeep $8 19 (you Ta OO) 
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CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: EAST KERALA 
Name of Institution: CSI HOSPITAL, CHELACHUVADU 


4. REPAIRS & RENOVATION 
1.1 Hospital Building a -- 59,500 


2. ESSENTIAL EQUIPMENT 
- PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 
2.1.1 Clinical Laboratory 


Microscope (Monocular) .- 1 4, ,000 

Centrifuge -4 4 lL, ,000 

Photoelectric Colorimeter 1 5 OOO 
2.1.2 X-ray (20 MA) ¥% 1 70,000 
2.1.4 SuPeteal: 

Autoclave ‘ 1 6,000 

Steriliser ce 1 4,000 
2.1.5 OBS - GYN/PAEDIATRICS: 

Labour room cot “n 4 3,000 

Vacuum extractor on 4 3,000 
4, HOSPITAL FURNITURE 

, 4 1,500 


Mattresses 4 


CSI COUNCIL FOR HEALING MINISTRY - 


SMALL PROJECT FUND (NO.90082) 
-~ ALLOCATION TO DIOCESAN INSTITUTIONS 


Name of Diocese: EAST KERALA 
of Institution: CSI HOSPITAL, MELUKAVUMATTOM 


ITEM 
Nos. Rs. 
1. REPAIRS & RENOVATION 
1.1 Hospital Building Pace 25 ,O00 


2. ESSENTIAL EQUIPMENT 


7. TRANSPORT 
7.1 Mahindra Jeep mH 1 1,25,000 


Total oe 1,50,000 


CSI COUNCIL FOR HEALING MINISTRY 


SMALL PROJECT FUND (NO.90082) 
- ALLOCATION TO DIOCESAN INSTITUTIONS 
Name of Diocese: EAST KERALA 
Name of Institution: CSI HOSPITAL, MONKOMPU 


ITEM QUANTITY AMOUNT 
14. REPAIRS & RENOVATION Nos. Rs. 
41.1 Hospital Building a ~= 4,05 ,800 
2. ESSENTIAL EQUIPMENT 
ae Bie: PATIENT CARE 
2.1 DIAGNOSTIC SERVICES: 
2.1.1 Clinical Laboratory: 
Centrifuge ee 1 3,000 
2.1.4 Surgical: 
Suction apparatus o¢ ‘ 5,000 
Theatre lamp — 1 6 ,000 
Drums & Bins os 2,000 
Assorted Instruments i 40,000 
2.1.5 OBS - GYN/PAEDIATRICS: 
Labour theatre table a] 1 3,000 
3. GENERAL: 
Refrigerator 3 1 6 ,000 
Fee ere nator a 2 4, ,000 
4. HOSPITAL FURNITURE: 
Bed side lockers ae 4 2,800 
Steel Round Stools ‘* > 1,500 
Instrument Cup-board ee 1 8 ,000 
Foam mattresses oe 5 ~ 2,000 
. OTHERS: 
i Gas connections ete oe 5,000 


oe os 1,64 ,100 
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CSI COUNCIL FOR HEALING MINISTRY 
SMALL PROJECT FUND (NO.90082) 


- ALLOCATION TO COUNCIL FO 
R MEETING EMERGEN 
UNFORESEEN NEEDS IN THE DIOCESE a 


ca QUANTITY AMOUNT 
Nos. RSs 
160 MA X-ray Machine ae 1 3,160,192 
8/10 KW/KVA Generator i 1 58,200 
0.5 KVA Portable Generator oe 1 20,000 
Ultrasound Scanner ae 4 2,00,000 
Electrical Steriliser (medium) .. 6 30,000 
Blectrical Steriliser (large) .«. 4 40,000 
Autoclave - Stainless steel (one bin) 2% 60,000 
Microscope (Monocular) e2 6 24 ,000 
2. Machine e% 4 40,000 
Strengthening regional resource 
centres for training purpose ix 4 ,00,00G 
Provision for i eB 
i ion oO ospita 
a “600,000 
Total 14,88, 350 
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CSI COUNCIL FOR HEALING MINISTRY 
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INDEX CODE 
1.REPAIR & RENOVATION 
1.1 *eSudidina: 
: Badd 
Loe ewer Supply > Pimp & Pipe line 


Storage tank 
1.3 Waste Disposal system 
i. eieetrical {Rewiring 
1.5) sGenerator 
1.6) aoecinerator 
1 7eeethere 


2. PATIENT CARE 


2.1 DIAGNOSTIC SERVICES 


2.1.1 CLINICAL LABORATORY: 


:Monocular 

Microscope :Binocular 

: :Research 
Hemoglobinometer 
Hemocytometer 
Cell Counter 
Photo electric coloriemeter 
Flame Photometer 


Auto-analyser 


Glucometer 

Centrifuge 
Bacteriological Incubator 
Water Bath 

Analytical Balance 
Shaking Machine 

Blood Hank Refrigerator 


Hot Air Oven 


Oven 

Others 

2.4.2 X-RAY UNIT! = CAP? 
Cassettes —- Sizes 


Dark room accessories 
Others 

fee Diagnostic [ogre 
BP Apparatus 

Diagnostic set 

Head Mirror & Light, Sau ¢e 
Ophthalmoscop 

Otoscope 

Laryngoscope 


Audiometer 


Fiberoptic Aids: 
Laparoscope 
Gastroscope 


Duodenoscope 


Colonoscope on ae 
Oe acceae Beate 
Colposcope | siachien 
Others ee 
Ultrasound Scanner a Teich 
Foetal Monitor | oe 
E.C.G Machine na ee 
Cardiac Monitor = ate 


Defibrillator e 
Cardiac Monitor cum Defibrillator.. 


Others 


ea. Suragiesais 


Major Theater 
Operation table 

Minor Theater 

Ceiling 


Theatre Lamp 
Pedestal 


Instrument Trolley 
Instrument Cup-board 

Boyles Machine 

Accessories (Cylinders etc) 
Halothane Vaporiser 
Respirator 


Suction apparatus 


Autoclave 
Steriliser 

Drums & Bins 
Electro-cautery 
Surgical Diathermy 


Surgical Specialities 


2.1.42) Instruments — ‘(general 
surgical/assorted) i 


die ey yuments—(Onhewetmae) - 
2.4.4.2 Instruments — (ENT? . 
2.4.4.4 Instruments-(Urology) : 
2.1.4.5 Orthopedics : e. 
2.4.4.6 Cardio Thoracic Surgery 
2.1.4.7 Gastroenterology “i 


Others 


2.41.5 UbSa — GYN & PEDIATRICa: 


a end 


Labour Theater Table 


Labour room cot ee 


Vacuum extractor a 


Outlet forceps 
Instruments - (assorted) 
Incubator Baby 
Phototherapy Unit 

Others 


3. GENERAL 


Weighing balances - adult 
baby 
Cylinders mame 


shortwave diathermy 


Refrigerator 
Resuscitation Kit 
Ambu bag 

Hospital Furniture: 
Hospital cots 
Baby Cots 


Mattresses/Pillows 
Bed side Lockers 


Screen 

Cardiac beds 

Fowler Cots 
Cradles 

Stool 

Stool (adjustable) 
Dressing trolley 
Wheel chair 

Oe echer trolley 


Others: 


OFFICE EQUIPMENT: 
HEALTH EDUCATION =: 


Audio Visual Aids: 

Film Projector 16mm 

Over Head Projector 
Slide/film strip Projector 
Tape Recorder/Player 
Television 

Video. Cassette Player 
Public Address System 
Projection Screen 


TRANSPORT 
7.1 Jeep/Ambulance 
2 Moped/Motorcycle™ 


7.3 Bicycle 


OTHERS 
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